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To the Superintendent, 
U. S. Mint, 
Philadeiphia, Pas 


Sirs 


dJieyrrtment, 


<0; 4 | 


b, 


ARCHITECT, 


J 
October, 135th, , 7889 


Referring to your letter of the loth instant, addressed to 


the Director of the Mint and referred by him to this office » relative 


to the necessity of furnishing burglar proof door for an additional 


vault for the storage of bullion , in the building in your custody , I 


have to ask that you prepare and submit to this office > a diagram 


showing the dimensions and measurements of the Space to be filled. 


Respectfully yours , 
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LG, Berd 
Supervising Architect, 
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NARA RG104, Entry 1, Box 148 


[Abstract:] Prepare & submit to office, a diagram of dimensions & measurements of Burglar 
Proof Door. 


Cc. 


Treasury Department, 

Office of the Supervising Architect, 
Washington, 

October 13, 1887 


To the Superintendent, 
USS. Mint, 
Philadelphia, Pa. 


Sir: 


Referring to your letter of the 10th instant, addressed to the Director of the Mint and 
referred by him to this office, relative to the necessity of furnishing burglar proof door for an 
additional vault for the storage of bullion, in the building in your custody, I have to ask that you 
prepare and submit to this office, a diagram showing the dimensions and measurements of the 
space to be filled. 


Respectfully yours, 
Will. A. Frerer 
Supervising Architect. 
1s 


Freret 


[Note: Please see original images for sketch of door.] 


